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UPTON  UPON  SEVERN  RURAL  DISTRICT  COUNCIL 


Report  for  the  Year  19 66. 


To  the  Chairman  and  Members  of  the  District  Council. 

Mr,  Chairman,  Ladies  and  G-entlemen, 

I  have  the  honour  to  present  the  report  for  the  year  1966.  About 
100  years  ago  Public  Health  Inspectors  were  first  appointed  to  Local 
Authorities  and  known  as  Inspectors  of  Nuisances  -  an  appointment  which 
became  mandatory  in  1871.  Their  duties  in  those  days  were  confined  to 
the  detection  of  Statutory  Nuisances  within  the  area.  Gradually  the 
scope  of  their  duties  increased  and  with  it  their  training  and  status 
improved,  until  the  present  day,  when  they  are  highly  skilled  and  their 
duties  cover  the  investigation  of  and  advice  concerning  much  of  the 
environmental  conditions  in  which  the  population  lives.  With  the  change 
in  the  name  and  the  improvement  in  the  status  of  your  inspectors,  it  be¬ 
comes  more  necessary  to  remember  this  basic  function  of  detecting  nui¬ 
sances,  and  dealing  with  them  by  reporting  to  the  Council  and  receiving 
their  instructions. 

I  propose  this  year  to  comment  largely  on  the  environmental  condi¬ 
tions,  whereas ,  in  previous  years  I  have  commented  on  some  of  the  social 
conditions  which  have  given  rise  to  problems  within  the  district. 

The  number  of  sewerage  schemes  installed  in  and  planned  for  the 
district  in  the  past  five  years  should  reduce  the  number  of  complaints 
concerning  the  pollution  of  roadside  ditches,  pools  and  watercourses. 

We  are  already  finding  that  where  such  pollution  does  occur  it  seems  to 
advertise  its  presence  more  than  it  did  in  the  past. 

The  fly  problem  is  potentially  a  much  smaller  one  than  it  was  in 
the  old  days  of  horses,  when  every  single  piece  of  manure  left  in  the 
centre  of  the  road  could  be  a  source  of  fly  breeding,  and  when  the  nor¬ 
mal  method  of  sewage  disposal  was  by  the  burial  of  night  soil  at  the  end 
of  the  garden.  None-the-less  the  Council* s  tip  has  produced  a  major  fly 
problem  in  the  Holly  Green  area;  and  during  the  year  i960,  and  indeed 
on  previous  years,  fly  breeding  has  been  demonstrated  on  the  surface  of 
the  tip.  This  problem  is  much  greater  now  than  it  was,  because  of  the 
relative  resistance  of  flies  to  the  application  of  even  some  of  the 
modern  insecticides.  We  are,  therefore,  faced  with  the  need  for  alte¬ 
ring  the  system  of  refuse  disposal,  either  by  adopting  a  complete  system 
of  controlled  tipping,  which  will  probably  require  also  the  introduction 
of  the  sack  method  of  collection,  or  by  the  combination  with  other  dis¬ 
tricts  for  the  installation  of  incineration.  This  latter  is  of  neces¬ 
sity  a  long  term  rather  than  a  short  term  policy,  and  can  therefore  not 
be  regarded  as  a  solution  to  the  immediate  fly  problem. 


/At  the  beginning 


At  the  beginning  of  the  year  there  was  considerable  trouble  caused 
by  the  method  adopted  for  the  disposal  of  liquid  manure  from  poultry 
houses.  This  was  sprayed  in  its  crude  state  on  to  farmland,  resulting 
in  considerable  nuisance  to  adjoining  residents,  but  this  has  largely 
been  overcome  during  the  year  by  different  methods  of  spraying  and  is 
no  longer  the  problem  it  was. 

Meat  inspection  is  also  one  of  the  fundamental  functions  of  our 
health  inspectorate.  For  many  years  now  all  animals  slaughtered  at  the 
one  slaughter-house  in  the  district  have  been  inspected,  and  I  am  glad 
to  say  that  a  high  standard  is  maintained  there.  One  side  effect  of 
this  is  that  the  through-put  has  been  increased  by  21.5%  during  the 
year  and  is  now  making  almost  a  whole  time  call  upon  the  services  of 
one  health  inspector  for  3$  days  in  each  week. 

Finally  I  must  refer  you  to  the  problem  of  air  pollution.  We  have 
over  the  past  15  months  been  carrying  out  routine  analysis  of  the  pol¬ 
lution  of  the  air  from  two  points;  one  at  Fed  Hill,  by  the  Council* s 
Upton  bore  hole,  and  the  other  at  the  school  in  Upton  itself.  Within 
the  body  of  the  report  we  show  the  actual  levels  of  sulphur  dioxide  and 
soot  found  over  the  year.  It  must  be  borne  in  mind  that  air  pollution 
from  the  burning  of  oil  is  in  some  ways  as  serious  a  problem  as  the  air 
pollution  by  soot  from  the  burning  of  coal.  Anthracite  contains  very 
little  sulphur.  Poor  quality  brown  coal  and  oil  are  both  liable  to  con¬ 
tain  considerable  quantities  of  sulphur,  and  when  burnt,  produce  noti¬ 
ceable  quantities  of  sulphur  dioxide,  which  is  a  substance  capable  of 
producing  asthma  and  bronchitis  in  susceptible  individuals.  This  pro¬ 
blem  will  have  to  be  met  on  a  national  scale,  rather  than  on  a  local 
scale,  by  some  means  or  other,  particularly  as  the  increase  in  the  use 
of  cars  continues  from  year  to  year. 

Finally,  I  am  glad  to  say  that  we  have  had  an  unusually  easy  year 
so  far  as  infectious  disease  is  concerned. 


H.  F.  GREEN. 

Medical  Officer  of  Health. 


STAFF  OF  THE  PUBLIC  HEALTH  DEPARTMENT 


H.  F.  GREEN  M.A.,  M.B.,  D.P.H., 
E.  J.  CROMWELL  M.A.P.H.I. , 

G.  S.  MIGHT  M.A.P.H.I., 

D.  E.  CLEMENTS  (MISS) 

J.  GORE  (MISS) 


MEDICAL  OFFICER  OF  HEALTH. 

CHIEF  PUBLIC  HEALTH  INSPECTOR. 
ADDITIONAL  PUBLIC  HEALTH  INSPECTOR 
RODENT  OFFICER, 

CLERICAL  ASSISTANT. 
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STATISTICS  AND  SOCIAL  CONDITIONS  OF  THE  AREA:- 


Acreage  ...  ...  ...  , . . .  . . .  ...  51,162 

Number  of  habitable  dwellings  according  to  the  rate  books  ...  4-, 539 

Rateable  Value  ...  ...  ...  ...  ...  ...  ...  ...  ...  ...  £396,103 

Sum  represented  by  a  penny  rate  ...  ...  ...  ...  ...  ...  £1,575 

Resident  population  (Registrar  General* s  Estimate)...  ...  ...  14-, 850 

LIVE  BIRTHS 

Number  ...  ...  ...  ...  ...  ...  ...  ...  ...  ...  ...  183 

Rate  per  1,000  population  ...  ...  ...  ...  ...  ...  ...  14*#4 

ILLEGITIMATE  LIVE  BIRTHS 

Number  ...  ...  ...  ...  ...  ...  ...  ...  ...  ...  ...  14- 

Percent  of  total  live  births  ...  ...  ...  ...  ...  ...  ...  7*7 

STILLBIRTHS 

Number  ...  ...  ...  ...  ...  ...  ...  ...  ...  ...  ...  3 

Rate  per  1,000  total  live  and  still  births  ...  ...  . .  16*1 

LIVE  AND  STILL  BIRTHS 

Number  ...  ...  ...  ...  ...  ...  ...  ...  ...  ...  ...  186 

INFANT  DEATHS 

Number  of  deaths  under  one  year  ...  ...  ...  ...  ...  ...  0 

MATERNAL  MORTALITY 

Numb er  of  deaths  ...  ...  ...  ...  ...  ...  ...  ...  ...  NIL 
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DEATHS. 


Total  Deaths  . . .  .  • .  •  •  •  •••  •  •  •  •  •  • 

Rate  per  1,000  population...  ...  ...  ... 

CAUSES  OF  DEATHS 

(All  Ages). 


Tuberculosis,  Other  ...  ...  ...  ...  ...  ... 

Syphilitic  Disease  ...  . .  ...  «*» 

Other  Infective  and  Parasitic  Diseases  •••  ... 

Malignant  Neoplasm,  Stomach  .  ...  ... 

Malignant  Neoplasm,  Lung,  Bronchus  . . 

Malignant  Neoplasm,  Breast  . .  ...  ••• 

Other  Malignant  and  Lymphatic  Neoplasms  ...  ... 

Diabetes  ...  ...  • • •  ...  ...  ...  ...  ... 

Vascular  Lesions  of  Nervous  System  ...  ...  ... 

Coronary  Disease,  Angina  ...  ...  ...  ...  ... 

Hypertension  with  Heart  Disease  ...  ...  ... 

Other  Heart  Disease  ...  ...  ...  ...  ...  ... 

Other  Circulatory  Disease...  ...  ...  ...  ... 

Influenza  ...  ...  ...  ...  ...  ...  ...  ... 

Pneumonia  ...  ...  ...  ...  ...  ...  ...  ... 

Bronchitis  ...  ...  ...  . . 

Other  Diseases  of  Respiratory  System  ...  ... 

Ulcer  of  Stomach  and  Duodenum  ...  ...  . . 

Gastritis,  Enteritis  and  Diarrhoea  ...  ...  ... 

Nephritis  and  Nephrosis  ...  ...  ...  ... 

Hyperplasia  of  Prostate  . .  ...  ... 

Other  Defined  and  Ill-Defined  Diseases  . 

Motor  Vehicle  Accidents  ...  . .  ... 

All  Other  Accidents  •••  ...  ...  ...  ... 


1 

1 

5 

mm 

5 

2 

17 

20 

1 

15 

7 

1 

10 

5 

2 

1 

1 

1 

7 

5 

3 


1 

rnm 

1 

4 
1 
6 

5 

31 

16 

1 

16 

7 

1 

17 

7 

1 

2 

2 

16 

1 

1 


247 

9-4 


Total. 

1 

1 

1 

5 

6 
6 

10 

2 

48 

% 

2 

31 

14 

2 

27 

12 

3 

3 
2 
1 
1 

23 

6 

4 


Total  all  Causes 


110  137  247 


INFECTIOUS  DISEASE, 


Table  shewing  number  of  cases  of  Infectious  Disease  notified  during  the  year. 


Total 

All 

Ages 

Age 

Un- 

Khown 

- ! 

0-1 

Years 

1-2 

Years 

— 

3-4- 

Years 

— 

5-9 

Years 

— 

10-14 

Years 

15-24- 

Years 

Over 

25 

Years 

Measles. 

61 

1 

1 

7 

15 

30 

4- 

2 

r 

1 

Soarlet  Fever. 

14- 

— 

- 

- 

- 

2 

12 

- 

- 

Acute 

Pneumonia. 

1 

- 

- 

- 

- 

- 

- 

- 

1 

Tuberculosis 

Pulmonary, 

1 

- 

- 

- 

f 

: 

- 

- 

- 

1 

Totals. 

77 

1 

1 

7 

15 

32 

16 

2 

3 

Tuberculosis. 


At  the  end  of  1966 
males  and  9  females  who 


the  tuberculosis  register  oontained  the  names  of  17 
normally  reside  in  the  district. 
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SMALLPOX  VACCINATION 


Table  shewing  number  of  children  vaccinated  during  the  year. 


r  . . . . . . 

0-2 

years. 

Over  2 
years. 

Number  of  children 
receiving  primary 
vaccination. 

261 

13 

WHOOPING-  COUGH  IMMUNISATION. 


Table  shewing  number  of  children  who  have  completed  a  primary  course 
of  pertussis  vaccine  (singly  or  in  combination)  during  the  year: 


0-2  years. 

Number  of  children 
immunised. 

261 

TETANUS  AND  DIPHTHERIA  P  NUTT  IS. '.T I  ON. 


Under 

1  yr. 

1  -  3 

years , 

5-15 

years . 

Children  who  received 
a  full  course  of 
primary  immunisation 

114 

306  1 

22 

Children  who  received 
a  re-inforcing  injec¬ 
tion. 

0 

166 

395 

Total  Tetanus 
immunisation. 

508 

Total  Diphtheria 
immunisation. 

525 
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GENERAL  PROVISION  OF  HEALTH  SERVICES  IN  THE  AREA. 


Laboratory  Services, 

Chemical  analysis  is  carried  out  by  the  County  Analyst,  County 
Laboratory,  Worcester, 

Bacteriological  examination  is  carried  out  at  the  Public  Health 
Laboratory,  Worcester  Royal  Infirmary, 


Clinics , 


There  are  none  provided  by  this  Authority, 

The  County  Council  have  provided,  by  local  arrangement  with  Volun¬ 
tary  Committees,  for  Infant  Welfare  Centres  to  be  held  in  the  following 
parishes 


Hanley  Swan,  3rd  Tuesday  in  every  month, 

Kemps ey,  1st  Thursday  in  every  month, 

Longdon,  Ath  Tuesday  in  every  month. 

Upton-upon-Sevem,  1st  and  3rd  Tuesday  in  every 

month. 

Welland,  Ath  Friday  in  every  month. 

Clinics  for  Maternity  and  Eye  cases  are  provided  at 
Malvern  under  arrangement  made  by  the  County  Council. 


2.30.p.m. 

2,00.p.m. 

2.00.p.m. 

2.00.p.m. 
2,00,p.m. 
Wore ester  and 
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REPORT  OF  THE  CHIEF  PUBLIC  HEALTH  INSPECTOR 


To  the  Chairman  and  Members  of  the  District  Council. 

Mr.  Chairman,  Ladies  and  Gentlemen, 

I  have  pleasure  in  presenting  a  report  on  the  work  of  the  Department 
for  the  year  ended  31st  December,  1966. 

SUMMARY  OF  GENERAL  VISITS  AND  INSPECTIONS. 

General  complaints  ...  ...  ...  ...  ...  ...  ...  ...  120 

Improvement  Grants  -  Housing  Acts  194-9/57  .  ...  ...  162 

Inspections  of  works  in  progress  ...  ...  ...  ...  ...  ...  220 

Drainage  inspections  -  supervision  of  work  ...  ...  ...  ...  137 

Drain  tests  ...  ...  ...  ...  ...  ...  ...  ...  ...  ...  44- 

Water  supplies  and  sampling  ...  ...  .,.  ...  ...  ...  ...  91 

Keeping  of  animals  ...  ...  ...  ...  . . . .  ...  13 

Housing  inspections  and  visits  ...  ...  ...  ...  ...  ...  83 

Visits  to  temporary  dwellings  ...  ...  ...  ...  ...  ....  63 

Inspections  under  Petroleum  Regulations  ...  ...  ...  ...  19 

Factories  Act  ...  ...  ...  ...  ...  ...  ...  ...  ...  35 

Infectious  disease  and  food  poisoning 

visits  in  connection  with  ...  ...  ...  ...  ...  ...  ...  13 

Miscellaneous  visits  and  revisits  ...  ...  ...  ...  ...  232 

INSPECTIONS  UNDER  FOOD  AND  DRUGS  ACT.  1955. 

Inspection  of  cafes,  kitchens,  public  houses  ...  ...  ...  34- 

Inspection  of  bakehouses  ...  ...  ...  ...  ...  ...  ...  13 

Visits  in  connection  with  unsound  food  ...  ...  ...  ...  35 

Miscellaneous  food  visits  ...  ...  . .  ...  ...  ...  44- 

Inspection  under  Public  Health  (Meat)  Regulations  ...  ...  4-06 

OFFICES,  SHOPS  AND  RAILWAY  PREMISES  ACT.  1963, 

Inspections  and  revisits  ...  ...  ...  ...  ...  ...  ...  53 

CLEAN  AIR  ACT,  1956. 

Atmospheric  Pollution  Survey  (Visits) . ...  ...  ...  502 
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INSPECTION  .AND  SUPERVISION  OF  FOOD. 

Public  Health  (Meat)  Regulations. 

There  is  1  licensed  slaughterhouse  in  the  area. 

Post  mortem  examination  of  all  animals  slaughtered  is  carried  out  and 
for  which  purpose  4-06  visits  were  made  during  the  year. 

CARCASES  AND  OFEAL  INSPECTED  AND  CONDEMNED 
IN  WHOLE  OR  IN  PART. 


Cows 

Cattle 

Excluding 

Cows 

Calves 

Sheep 

& 

Lambs 

Pigs 

Number  Killed. 

7 

697 

41 

3,718 

1,180 

Number  Inspected. 

7 

697 

41 

3,718 

1,180 

All  Diseases  Except  Tuberculosis 
and  Cysticerci. 

Whole  carcases  condemned. 

1 

2 

Carcases  of  which  some  organ  or 
part  was  condemned. 

2 

50 

1 

100 

77 

Percentage  of  number  inspected 
affected  with  disease  other  than 
tuberculosis  or  cysticerci. 

28.6% 

1.3% 

1.3% 

2.7 % 

6.6% 

Cysticerci  Only. 

Whole  carcases  condemned. 

. 

,  ^ 

. 

Carcases  of  which  some  organ  or 
part  was  condemned. 

— 

3 

— 

— 

— 

Carcases  detained  in  Cold  Storage. 

- 

3 

- 

- 

- 

Percentage  of  number  inspected 
affected  with  cysticerci. 

- 

O.k-3%o 

- 

- 

- 

Tuberculosis  Only. 

Whole  carcases  condemned. 

lir 

Carcases  of  which  some  organ  or 
part  was  condemned. 

— 

— 

— 

- 

29 

Percentage  of  number  inspected 
affected  with  tuberculosis. 

- 

— 

- 

mm 

2.3% 
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INSPECTION  MD  SUPERVISION  OF  FOOD  (cont.) 


Public  Health  (Meat)  Regulations,  (cont.) 


From  the  previous  table  it  will  be  seen  that  the  health  of  the 
animals  slaughtered  was  of  a  fairly  high  standard.  Three  animals 
were  found  to  be  affected  with  cysticercus  bovis,  but  all  the  carcases 
were  released  after  having  been  detained  in  cold  storage  for  the  sta¬ 
tutory  period. 


Meat  inspection  continues  to  control,  to  a  very  large  extent,  the 
day  to  day  working  of  the  department.  The  through-put  of  the  slaughter 
house  is  steadily  increasing,  and  although  slaughtering  is  usually  con¬ 
fined  to  days  per  week  the  number  of  animals  killed  during  the  year 
increased  by  1,000,  making  an  overall  increase  of  21,5$ 


A  charge  for  inspection  is  made  in  accordance  with  the  following 
scale:- 


Cattle  - 

2s,  6d.  each. 

Calves  and  pigs  - 

9d,  each. 

Sheep  and  lambs  - 

6d,  each. 

Thus  the  income  from  this  source  for  the  year  amounted  to 

£226.  1A.  9. 


Full  co-operation  is  received  from  the  Owner  of  the  premises,  and 
except  for  periods  such  as  bank  holidays,  and  also  casualty  slaughter, 
killing  is  not  undertaken  during  the  week-end. 
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INSPECTION  AND  SUPERVISION  OF  FOOD  (cont,) 


Number  of  Food  Premises  in  the  District, 


Shops 


Butchers  •••  •••  ,,,  ,,,  ...  6 

Bakers  and  Confectioners  ,,,  ,,,  ,,,  5 

Grocery  and  Provisions  ,,,  ,,,  ,,,  32 

Fish  (Wet  and  Fried) ...  ,,,  ,,,  ,  , ,  ,,,  1 

Cafes  and  Refreshment  Housos  ,  ,,,  ,,,  ,,,  13 

Licensed  Premises  ,,,  ,,,  ,,,  ,,,  52 

Food  Factories  ,,,  . . .  ,,,  3 


In  addition  at  least  ten  mobile  shops  (including  Butchers  and 
Wet  Fish)  are  known  to  trade  in  the  district,  but  coming  from  depots 
situated  outside  the  area. 


Bakehouses 


There  are  four  bakehouses  in  operation  in  the  district  in  all 
of  which  a  high  standard  is  maintained. 

Thirteen  inspections  were  made  during  the  year. 


Food  and  Drugs  Act,  1955« 

Number  of  premises  registered  and  purpose  of  registration, 
under  Section  1 6, 

Premises  registered  for  storage  and  sale 

of  pre-packed  ice-cream  5 6 

Premises  registered  for  manufacture  of 

sausages,  pressed  meat  etc  ,,,  ,,,  ,,,  7 

There  are  no  manufacturers  of  ice-cream  in  the  district. 


Milk  Supplies  -  Brucella  Abortus :- 

Notices  served  in  respect  of  the  milk  produced  at  two  farms  in 
the  district  are  still  outstanding. 
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INSPECTION  AND  SUPERVISION  OF  FOOD  ( c  ont . ) 


Food  Hygiene  Regulations  1955  and  'I960. 

Except  for  minor  requirements  which  are  under  consideration,  the 
provisions  of  the  Food  Hygiene  (G-eneral)  Regulations,  have  "been,  and 
are  being  observed. 


Contaminated  Food. 


Two  complaints  were  received  respecting  foreign  bodies  found  in 
bread.  In  the  first  case,  four  small  pieces  of  hard,  black  foreign 
matter  were  found  embedded  in  the  side  of  a  Hovis  loaf.  Upon  micro¬ 
scopical  analysis  these  were  found  to  be  small  pieces  of  carbonised 
hovis  dough.  (Wheat  starch,  bran  and  other  protenious  material,  and 
white  crystals  later  identified  as  salt.)  From  this  it  was  assumed 
that  a  small  piece  of  dough  from  a  previous  bake  remained  on  the  in¬ 
side  of  the  baking  tin,  became  attached  to  the  new  dough,  and  emerged 
embedded  in  the  side  of  the  newly  baked  loaf. 

The  second  complaint  concerned  a  small  piece  of  metal  alleged  to 
have  been  found  in  a  loaf  of  bread.  The  loaf  was  not  produced.  In¬ 
vestigations  made  at  the  bakehouse  failed  to  disclose  any  evidence  to 
support  the  allegation. 

As  the  result  of  an  investigation  into  a  complaint  of  mould  in  a 
pork  pie,  it  was  found  that  the  fault  giving  rise  to  the  deterioration 
of  the  product  occurred  as  the  result  of  unsatisfactory  transport  and 
storage  between  the  place  of  manufacture  and  the  retailers.  The  pie 
was  manufactured  at  a  town  in  Wales  on  a  Thursday,  delivered  to  a 
wholesale  firm  in  Gloucester  the  following  day  and  supplied  to  the  re¬ 
tailer  in  this  district  on  the  Saturday.  The  pie  was  kept  by  the  re¬ 
tailer  in  a  cold  cabinet  until  sold  on  the  Monday  (Bank  Holiday).  Fol¬ 
lowing  this  investigation  the  procedure  for  storage  and  delivery  bet¬ 
ween  the  Manufacturers  and  retailers  was  re-organised,  since  when,  no 
further  complaints  have  been  received. 


Poultry  Inspection. 

There  are  no  full  time  poultry  processing  establishments  within 
the  district,  but  a  limited  amount  of  killing  and  preparation  occurs 
at  certain  establishments  during  the  month  of  December  in  each  year. 

It  has  not  been  possible  to  carry  out  routine  inspections  of  such  pre¬ 
mises. 


Liquid  Egg  (Pasteurisation)  Regulations.  19&3« 

There  are  no  egg  pasteurisation  plants  operating  in  the  district. 
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INSPECTION  AND  SUPERVISION  OF  FOOD  (cont.) 


Food  Condemned  as  Unfit  for  Human  Consumption, 


Table  shewing  quantities  of  food  condemned,  and  surrendered  for  dis¬ 
posal.  (Excluding  meat  condemned  at  the  Slaughter-house.) 


Canned  Fruits  ...  ,  . . 

5cwts,  6lbs.  5oz 

Canned  Vegetables  . . . 

1 1  lb s .  Iloz 

Canned  Meat  . . .  ... 

6lbs.  Ooz 

Chicken  ...  . 

71b s.  8oz 

Kidney 

26lbs,  Ooz 

Tripe  . 

liflbs.  Ooz 

In  addition  to  the  above,  considerable  quantities  of  foodstuffs  are 
surrendered  from  time  to  time  as  a  result  of  failures  of  frozen  food 
storage  equipment  -  this  may  be  due  either  to  electricity  power  cuts  or 
to  some  defect  in  the  actual  storage  facilities.  As  an  example  of  this, 
the  whole  of  the  items  shown  below  were  surrendered  on  a  single  occasion 
during  the  year  following  a  failure  of  refrigerated  storage  equipment. 


210  Assorted  ice-cream  sponges,  confections,  etc. 
24-0  Assorted  ices. 


1 

X 

17 

oz . 

packet 

Mousse. 

5 

X 

11 

oz. 

packets 

Steaklets. 

6 

X 

14 

oz . 

packets 

Cod  Steaks. 

2 

X 

16 

oz . 

packets 

Shepherds  Pie. 

1 

X 

16 

oz. 

packet 

Steak/Kidney  Pie. 

3 

X 

5 

oz. 

packets 

Sliced  Beef. 

5 

X 

12 

oz . 

packets 

Corn  on  Cob. 

7 

X 

3 

oz. 

packets 

Sweet  Corn. 

3 

X 

9 

oz. 

packets 

Braised  Beef. 

4 

X 

10 

oz. 

packets 

Sprouts. 

2 

X 

8 

oz. 

packets 

Peas. 

14 

X 

8 

oz . 

packets 

Steak. 

2 

X 

8 

oz. 

packets 

Scampi. 

2 

X 

rOZ. 

packets 

Dinner  for  One. 
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WATER  SUPPLIES. 


Bulk  supplies  are  obtained  from:- 

Worcester  City  Corporation  -  (Northern  Scheme.) 

Gloucester  Corporation  -  (South  Western  Scheme.} 

Cheltenham  Corporation  -  (South  Eastern  Scheme.) 

Malvern  Urban  District  Council  -  (Central  Scheme.) 

An  average  daily  supply  of  25,000  gallons  is  obtained  from  a  Council 
owned  bore,  the  water  being  supplied  to  Upton  Town, 

Owing  to  the  hardness  of  the  water  distributed  in  the  South  Western 
Scheme  frequent  complaints  are  received  of  damage  caused  to  heating  appa¬ 
ratus  -  particularly  so  in  the  case  of  immersion  heaters. 

Growing  demand  for  supplies  has  exceeded  the  quantity  available  in 
the  Central  Scheme,  but  negotiations  have  been  commenced  with  a  view  to 
obtaining  a  "booster”  supply  from  another  source. 

Water  Connections. 


Number  of  houses  connected  to  public  mains  during  the  year  =  224. 


Sampling. 

Public  Mains  Supplies. 

Number  of  samples  submitted  for  analysis  ...  ...  25 

Satisfactory  ...  ...  ...  ...  ...  ...  ...  14 

Unsat is factory  ...  ...  ...  ...  ...  ...  9 

Private  Wells. 

Number  of  samples  submitted  for  analysis  .  17 

Satisfactory  . .  . ...  ...  ...  ...  3 

Unsatisfactory  . .  ...  ...  ...  14 

Number  of  wells  cleansed  and  repaired  as  a 

result  of  inf ormal  action  ...  ...  ...  ...  2 

Number  of  wells  closed  during  year  ...  ...  ...  5 


The  adverse  reports  on  the  samples  taken  from  mains  supplies  was 
of  samples  taken  from  small  mains  extensions,  chiefly  to  private  hou¬ 
sing  sites,  before  the  extension  had  been  chlorinated.  Later  samples 
proving  to  be  satisfactory. 


SWIMMING-  BATHS 


There  are  no  publicly  owned  swimming  baths  in  the  district.  The 
privately  owned  swimming  bath  at  The  Lawns  Hotel,  Kempsey,  was  again 
open  to  the  public  during  the  summer  months. 

The  size  of  the  bath  is  60  feet  by  30  feet,  the  depth  at  the  shal¬ 
low  end  is  3  feet  6  inches  and  at  the  deep  end,  7  feet.  The  capacity 
is  approximately  6 A, 000  gallons. 

The  bath  is  filled  from  a  deep  well  on  the  premises. 

The  water  is  treated  by  preliminary  screening,  filtration,  simple 
chlorination  and  aeration  by  means  of  a  "cascade",  the  turnover  period 
being  a  maximum  of  6  hours. 

Samples  taken  throughout  the  season  indicated  that  a  satisfactory 
level  was  maintained. 


SEWERAGE  AND  SEWAGE  LISP OSAL . 


Complaints  continue  to  be  received  throughout  the  district,  but 
especially  from  Kempsey,  Naunton  in  Ripple,  Bushley,  and  Longdon  Heath, 
regarding  lack  of  sewers  and  nuisance  from  small  privately  owned  instal¬ 
lations. 


Work  on  the  sewerage  scheme  for  Severn  Stoke  and  Kinnersley  was 
commenced  during  the  year,  completion  of  which  is  expected  during  mid 

1967. 


A  scheme  for  Earls  Croo 
awaits  Ministry  approval. 


t 

m^4nd  Baught 


on  has  been  proposed  but  still 


Preliminary  work  is  still  in  progress  for  the  preparation  of  schemes 
for  the  parishes  of  Ripple  (including  Uckinghall  and  Ns/unton),  and  Welland. 


REFUSE  DISPOSAL. 


Refuse  collection  and  disposal  is  carried  out  by  direct  labour  and 
is  under  the  control  of  the  Council* s  Surveyor. 


MORTUARY. 

Eight  bodies  were  received  in  the  Mortuary  during  the  year  -  post 
mortems  being  carried  out  in  four  instances. 
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IMPROVEMENT  GRANTS, 


(1)  STANDARD. 


Owner/ Occupiers 

Tenanted 

Number  of  applications  received 

21 

6 

Number  of  applications  approved 

21 

6 

Number  of  applications  refused 

- 

- 

Actual  number  of  dwellings  improved  during  year 

22 

2 

£. 

s.  d. 

Amount  paid  in  grants 

4,327. 

ro 

m 

04 

* 

Average  grant  per  house 

180. 

5.  11. 

Amenities  provided  (a)  fixed  bath 

22 

(b )  shower 

- 

(c)  wash  hand  basin 

22 

(d)  hot  water  supply 
(to  anything) 

23 

(e)  Yf.C.  (l)  within  dwelling 

23 

(2)  accessible  from 
dwelling 

(f)  food  store 

13 

(2)  DISCRETIONARY. 

Owner/ Oc  cup  i  ers 

Tenanted 

Number  of  applications  received 

10 

13 

Number  of  applications  approved 

9 

15 

Number  of  applications  refused 

1 

- 

Actual  number  of  dwellings  improved  during  year 

4 

14 

£. 

3.  d. 

Amount  paid  in  grants 

6,372. 

0.  0. 

Average  grant  per  house 

354. 

0.  0. 
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SLUM  CLEARANCE  PROGRAMME 


Number  of  Demolition  Orders  made  , ...  ...  ...  17 
Number  of  Closing  Orders  made  ...  ...  ...  ...  ...  6 
Number  of  premises  demolished  ...  ...  ...  ...  ...  3 
Number  of  Demolition  Orders  revoked  (Section  22*.)  ...  2 
Number  of  Demolition  Orders  deferred  (Section  24-)  4- 


One  family  was  rehoused  during  the  year, 

OVERCROWDING. 

No  cases  of  overcrowding  were  discovered  during  the  year. 
NATIONAL  ASSISTANCE  ACT,  194-8. 


Section  A7« 


It  was  not  found  to  be  necessary  during  the  year  to  invoke  the  use 
of  this  section. 

Elderly  folk  living  alone  are  kept  under  observation  by  means  of 
periodical  visits,  and  the  facts  are  reported  to  the  Medical  Officer  of 
Health  if  there  appears  to  be  need  for  such  action. 

RENT  ACT,  1957* 

No  applications  for  certificates  of  disrepair  were  received  during 
the  year. 

NOISE  ABATEMENT  ACT. 

Considerable  nuisance  was  caused  by  Contractors  during  work  of  cable 
laying  in  Upton  Town.  Two  compressors,  one  of  which  was  in  need  of  ad¬ 
justment,  and  four  pneumatic  drills  were  used  in  a  very  confined  area  and 
the  resultant  noise  was  shattering. 

Following  negotiations  with  the  Head  Office  of  the  Firm,  the  compres¬ 
sor  received  attention,  and  mufflers  were  fitted  to  the  pneumatic  drills. 
In  addition,  the  operation  was  re-arranged,  additional  men  were  employed 
and  the  bulk  of  the  work  carried  out  on  a  Thursday,  during  the  half  clay 
closing. 


PETROLEUM  (CONSOLIDATION)  ACT,  1928. 

One  new  petroleum  installation  was  tested  and  approved  during  the 
year,  giving  a  total  of  seventy-two  premises  licensed  in  accordance  with 
the  above  Act. 

19  visits  were  made  to  premises  where  petroleum  is  stored. 
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.ANIMAL  BOARDING-. 


Four  premises  have  "been  licensed  under  the  Animal  Boarding 
Establishments  Act,  19^3. 


RODENT  CONTROL. 


In  addition  to  carrying  out  treatments,  Miss  Clements,  the  Rodent 
Operator  makes  systematic  inspections  of  the  farms  and  other  business 
premises  in  the  district,  and  for  this  purpose  the  following  visits  were 
made  during  the  year:- 


Farms,  Smallholdings  etc  .  . .  3k 

Other  premises  .  . .  ...  ...  38 


COMPLAINTS. 

Number  received  ...  ...  ...  ...  ...  ...  244- 

INFESTATIONS. 

Number  treated  (including  re-treatments)  at 
Private  Dwellings  ...  ...  ...  ...  ...  186 

Number  treated  at  Business  Premises  ...  ...  48 

Number  of  Block  Treatments  ...  ...  ...  ...  1 

Number  of  other  infestations  . .  4- 


Sisinfestation  is  carried  out  free  of  charge  in  respect  of  private 
residential  dwellings,  but  a  charge  is  made  for  treatments  to  farms  and 
other  business  premises,  the  income  from  this  source  for  the  year  ammounted 
to  £295.  9.  8. 
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CLEAN  AIR  ACT 


\ 

Atmospheric  Pollution  Survey. 
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Two  stations  (Upton  Town 
and  Upton  2)  were  in 
operation  throughout  the 
year,  necessitating  502 
visits  for  recording  pur¬ 
poses. 

A  summarised  version  of 
results  obtained  is  shown 
overleaf. 


The  Hook 
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ATMOSPHERIC  POLLUTION  SURVEY 


RESULTS 


Results  of  the  survey  are  set  out  in  the  form  of  graphs  showing 
daily  deposits  of  smoke  and  sulphur  dioxide  at  the  two  stations  through¬ 
out  the  year.  On  the  opposite  page  these  graphs  are  reproduced  in  a 
simplified  form  showing  average  deposits  for  each  month  in  the  year. 

Prom  these  it  can  he  seen  that,  even  in  a  country  district  with  rela¬ 
tively  light  industry  and  low  population,  pollution  levels  vary  consi¬ 
derably  at  different  periods  of  the  year. 


It  is  a  basic  requirement  of  the  survey  that,  of  the  two  stations 
selected,  one  should  be  situated  in  a  town  and  one  in  a  rural  area.  As 
would  be  expected,  the  level  of  soot  deposits  (i,e,  fsmoker)  at  the 
rural  station,  Upton  2,  can  be  seen  from  the  graphs  to  be  markedly 
lower  than  for  Upton  Town. 


It  is  of  interest  that  the  readings  at  the  rural  site  have  been 
found  to  rise  sharply  when  agricultural  field  dressing  is  in  progress 
on  adjoining  land  -  in  consequence  of  this,  local  farm  workers  have 
been  advised  to  wear  breathing  masks  when  engaged  in  this  type  of  ope¬ 
ration. 


CLEAN  AIR  ACT. 


No  plans  or  proposals  for  new  boiler  installations  were  submitted 
for  approve,!  during  the  year. 
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OFFICES,  SHOPS  AND  RAILWAY  PREMISES  ACT,  1963. 


No  additional  staff  has  been  appointed  to  carry  out  the  duties  im¬ 
posed  by  this  Act,  Inspections  are  made  as  and  when  other  duties  permit, 

REGISTRATION  AND  GENERAL  INSPECTIONS. 


Class  of  Premises. 

Number  of 
premises 
on  register 
at  end  of  year. 

Number  of  registered 
premises  receiving 
general  inspection 
during  the  year. 

Offices. 

12 

3 

Retail  Shops. 

35 

9 

Wholesale  Shops,  Warehouses. 

- 

- 

Catering  Establishments  open 
to  the  public,  canteens. 

21 

9 

Fuel  Storage  Depots, 

1 

1 

TOTALS. 

69 

22 

Number  of  visits  made  for  the  purposes  of  the  Act:-  53# 


NUMBER  OF  PERSONS  EMPLOYED  IN  REGISTERED  PREMISES. 


Class  of  Workplace. 

Number  of  Persons  Employed. 

Offices, 

h5 

Retail  Shops. 

100 

Wholesale  Departments, 
Warehouses. 

Catering  Establishments 
open  to  the  public. 

95 

Canteens, 

5 

Fuel  Storage  Depots. 

16 

TOTALS. 

261 

Total 

Males 

98 

Total 

Females 

_ 
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OFFICES,  SHOPS  AND  RAILWAY  PREMISES  ACT,  1963,  (cont.) 


ANALYSIS  OF  C ONTRAVENT IONS . 


Number  of  Contraventions 

Found. 

Number  of  Contraventions  found. 

Cleanliness 

2 

Sitting  Facilities 

1 

Overcrowding 

- 

Seats  (Sedentary  Workers) 

- 

Temperature 

16 

Eating  Facilities 

- 

Ventilation 

1 

Floors,  passage  &  stairs 

8 

Lighting 

3 

Fencing  exposed  parts 
machinery 

Sanitary  Conveniences 

6 

Protection  of  young  persons 
from  dangerous  machinery 

• * 

Washing  Facilities 

5 

Training  of  young  persons 
working  at  dangerous 
machinery 

Supply  of  drinking  water 

2 

Prohibition  of  heavy  work 

- 

Clothing  Accommodation 

k 

First  Aid  general 
provisions 

10 

TOTAL 

58 

Reported  Accidents, 

One  accident  was  reported  during  the  year. 

An  employee  of  a  firm  of  mineral  water  manufacturers  is  alleged  to 
have  slipped  on  the  cellar  steps  whilst  carrying  a  crate  of  full  bottles 
into  the  cellar  of  a  local  hotel.  He  subsequently  returned  to  his  depot 
reported  sick,  and  was  off  duty  for  tvw  weeks.  Notice  of  the  accident 
was  reported  by  his  employers  after  he  had  returned  to  work. 

Investigation  disclosed  that  he  had  not  reported  the  accident  to 
Licensee  of  the  hotel  who  was  completely  unaware  of  the  mishap  until  we 
visited  to  investigate.  The  nosings  of  several  of  the  lower  treads  of 
the  staircase  were  found  to  be  badly  worn,  and  an  order  for  the  repair 
was  immediately  placed  with  a  local  builder.  A  handrail  cannot  be  pro¬ 
vided  as  there  is  a  barrel  chute  on  either  side  of  the  flight  of  steps. 
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PRESCRIBED  PARTICULARS  IN  THE  ADMINISTRATION  OF  THE 

FACTORIES  ACT,  1937. 


INSPECTIONS  for  the  purposes  of  provisions  as  to  health 
(including  inspections  made  by  Public  Health  Inspectors), 


Premises 

. 

Numb  er 

Number  of 

on 

Register 

Inspections 

Written 

Notices 

Occupiers 

Prosecuted 

(l)  Factories  in  which  Sections 

3,  4  &  6  are  to  be  enforced 
by  Local  Authorities, 

12 

27 

(2)  Factories  not  included  in 
(l)  in  which  section  7  is 
enforced  by  the  Local 
Authority, 

M 

21 

(3)  Other  premises  in  which 
Section  7  is  enforced  by 
the  Local  Authority  (exclu- 
;  ding  out-workers'  premises). 

1 

t 

TOTALS 

53 

ua 

- 

- 

CASES  IN  WHICH  DEFECTS  we  re  found. 


Particulars 

Number 

of  cases 

in  which  defects  were 
found 

No,  of  cases 
in  which 
prosecutions 
►  were 

instituted 

Found 

Remedied 

Referred 

to  H,M. 
Inspector 

by  H.M. 

;  Inspector 

i  Want  of  Cleanliness  (S,l) 

- 

mm 

- 

— 

Overcrowding  (S,2) 

- 

- 

- 

- 

- 

Unreasonable  temperature 

(S.3) 

- 

- 

- 

- 

- 

!  Inadequate  Ventilation 

(S.4) 

- 

— 

— 

- 

— 

-  2k  - 


Number 

of  cases 

in  which  defects  were 
found 

No.  of  cases 
in  which 

Particulars 

Found 

Remedied 

Referred 

prosecutions 

were 

to  H.M, 
Inspector 

by  H.M. 
Inspector 

instituted 

Ineffective  drainage 
of  floors  (S„6) 

— 

— 

— 

— 

— 

Sanitary  Conveniences 

i  A 

t 

. 

(a)  Insufficient 

> 

- 

3 

1 

(h)  Unsuitable  or 
defective 

- 

» 

- 

3 

- 

(c)  Not  separate  for 
sexes 

- 

- 

- 

- 

Other  offences  against  the: 
Act  (not  including  of fen-  • 
ces  relating  to  Outwork) 

> 

- 

- 

1 

- 

TOTALS 

- 

mm 

- 

7 

1 

PART  Yin  of  the  Act  -  0UT.70RK  (Section  133  &  1 34-) . 

Two  Outworkers,  needlework,  were  in  operation  in  the  area  during  the 

year. 


E.  J.  CROMWELL. 

Chief  Public  Health  Inspector, 
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